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Fig. 95

FIG. 94, RHYTHMICAL QUOTIENT OP 61 (Hian), INTEIXIGEKCE QUOTIENT at
91 (Low).
FIG, 95. RHYTHMICAL QUOTIENT OF 26,6 (MEDIUM), INTELLIGENCE QUOTIEHT or
129 (HIGH)
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